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Bacon, H. E., and Price, H. A.—Injection 
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Bohler.—Treatment of fractures (rev) - - 
Bone, localized rarefying conditions then. 
King (rev) 
—_— (see Pyretotherapy: a Sympos- 


—fiandidiins and Copeland (rev) -- 

osteosarcoma of the hip.—Ouelette_- 
Bottles, handy wash and _irrigating— 
Schwartz 


Bourque, N. O.—Discussion of Seminar 
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Brain, Hemorrhage, stomach symptoms in 


palsy, new pathways for children 
with.—Rogers and omas (rev) -- 

Bram.—Exophthalmic goiter and its med- 
ical treatment (rev) 

Bray.—Synopsis of clinical laboratory 
methods (rev) 

Breast tumors (dp) 
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treatment in—Deschamps (rev) 
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in diagnosis.—La Rochelle 

organs in health and disease.—Roll- 
éston (rev) 

tablets, enteric-coated (tt) 

therapy, nascent, in circulatory dis- 
orders.—Ritter 

Endocrinology in everyday practice, three 

lectures on.—Harrower (rev) 

in modern practice—wWolf (rev) 

number. The Prescriber (rev) 

See Progress ed 


Endophrin (see Lake) 

Endotoxic infections and their control 
with Edwenil._Spicer (rev) --.--- 521 

Enema and colon irrigations—Soper.... 40 

nutrient (see Soper) 

oil (see Soper) 

therapeutic, and 
Soper) 

Energy, exchange of, between man and 
environment.—Newburgh and John- 
ston (rev) 

Entameba. See Endameba. 

Environment and man, exchange of energy 

between.—Newburgh and Johnston 
(rev) 

Epilepsy, ergotamine tartrate in (ab) --- 

pitressin test in (ab) 

Ergotamine Tartrate, amniotin, and phe- 
nobarbital in the treatment of mi- 
graine (ab) 

in epilepsy (ab) 

Erysipelas, anti-streptococcic serum (see 

Saxon) 
ultraviolet radiation for (ab) - 
ultraviolet rays in (ab) 


Etris, S., and Bergey, D. H.—Progress in 


European medical assemblies 

Eusterman and Balfour. — Stomach and 
duodenum (rev) 

Euthanasia. See Death. 

Evipal anesthesia, advantages of (ab) - 

Evolution, revolutionary.—Hubeny 

Examinations, physical. See Physical ex- 
aminations. 

Exercises, passive vascular. — Herrmann 
(rev) 


Eyes and diseases of eyes——Berens (rev) 562: 
babies’, protecting (tt) 152 


extra- ocular muscles.—Peters (rev) --- a3 
injuries of (ab) 2. 
squint training—Pugh (rev) 

tumors of (see Geschickter) 


F 


Facts and phagocytes.—Ferguson (rev)-.. 418 

Fallacies and facts (ab) 

Farber and Loeb.— Martini’s principles 
and practice of physical diagnosis 
(rev) 

Farrar, C. B.—Differential diagnosis of 
the major psychoses 

Fasciae of the human body and their re- 
lations to the organs they envelop. 
—Singer (rev) 

Faught, F. A—Periodic health examina- 
tions 

Fear, don’t overlook (dp) 

Ferguson, B.—Comments on intravenous 
injections of hydrochloric acid ~--. 301 

Facts and phagocytes (rev) 4 

Hydrochloric acid in pruritus ani 

and Long, M. A—Hydrochlorie acid 
in surgery 

Fermentation, colonic, further studies on. 
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Fever, artificial, what is?—Woodbury - “= 
obscure, diagnosis of (ab) 
physiologic (see Keiser) 
relapsing. See Relapsing Fever. 
Therapy, 87, 237, 256, 284, 386, 395, 447, 547 
and malaria in paresis (ab) 
artificial, as a therapeutic agent. — 
Dorland 2 
artificial —Kimble 
by ame of conductive heat. — 
_ Keise 


Bi (ab) 
—Warren 
with the electric blanket (ab) 
Films moving picture 
Filtering adapter (see Schwidetzky) 
First Aid stations, highway emergency. 
—Pendexter 


rectal, complications after oper- 
ation for (ab) 
Flexner, S., retires 
Fluid therapy, solutions used in (ab) -- 
Food and beverage analyses. — Bridges 
(rev) 
and defecation (ab) 
and drug law, federal pure (ab) 
Copeland pure, bill 
Allergy and migraine (ab) 
gastro-intestinal (ab) 
in synovitis (dp) 
See Ragland 
Fools gold—Senator from Alaska (rev) = 
Foot, human.—Morton (rev) 
—Lake (rev) 
march (ab) 
painful (ab) 
Formalin treatment for chancroids (ab) - 
Formulary, National VI (rev) 
Fox and Van Breemen—Chronic rheu- 
matism (rev) 
Fractures, fixation pins and plaster casts 
in treating of (ab) 
treatment of—Bohler (rev) 
treatment. See also Orthopedic Surg- 
ery. 
Frankel, Eugen (frontispiece and ed)-.-- 
Fraser, J. R—Complications of late preg- 
nancy 
Freeland, J. E.—Stimulation of bile- 
secreting mechanism with bile salts 
French.—An index of differential diag- 
nosis of main symptoms (rev) ----- 
Fulton.—Selected reading in the history 
of physiology (rev) 
and Keller—The sign of Babinski 
BRE Sesiichwuns 


- 466 


G 


Gallbladder cases, diet in (ab) 
disease, the medical treatment of— 
Rehfuss and Nelson (rev) 
See also Biliary Tract. 
Gas attacks in England, preparing for ... 316 
Gastric. See Stomach. 


Gastro-duodenal ulcer, histidine in (ab) 148 


PAGE 


Gastro-intestinal Tract and female pelvic 
Sen relationship between 
(ab) 

spasm, benzedrine sulphate in (ab)---- 463 

Gastrojejunostomy. See Ulcer, peptic. 

Gay et al—Agents of disease and host 
resistance (rev) 

Gene. See Heredity. 

Genito-Urinary tract organs, surgical 
diseases and injuries of —Thomson- 
Walker and Walker (rev) 

Germicidal Rays from Sterilamp 

Geschickter, C. F—A.B.C. of cancer 437, 537 

Discussion of Seminar problem 51 
and Copeland. — Tumors of the bone 
(rev) 

Gleason, M.—Discussions of Seminar prob- 

lems 
Problem for Seminar discussion 

Goiter, exophthalmic, and its medical 
treatment.—Bram (rev) 

Goldberger, H. A.—Pelvic abscess sec- 
ondary to rupture of the uterus --__ 169 

Goldstein, N.—Constipation and hepatic 
insufficiency 

Gonococcus bouillon filtrate, dosage of. 
eM bg onto canidinatenmanen seme 

—_——- a skin test for diagnosis of 
a 

Goodale. — Interpretation of laboratory 
NN CIN ois cake cnat gence 

Goodman, H.—Three types of clinical 
cancer on one patient 12 

Goodwin.—Russell A. Hibbs (rev) 

Government, studies in (ed) 

Goyert, Cl., and Jores, A—Treatment of 
vegetative excitation 

Greenbaum, F. R.—Injection treatment of 
hydrocele 

See A Correction 

Greenbie.—The arts of leisure (rev) ---- 201 

Greenhill.—Obstetrics for the general 
practitioner (rev) 

Gregory.—A B C of the endocrines (rev) 58 

Griffiths—Injury and incapacity (rev)... 56 

Grollman.—The adrenals (rev) 

Gruskin Test in large bowel cancer (ab) 137 

Guardianships for doctors—Johnson -... 346 


Gueno, W. T.—Aortic aneurysm ---..146, 559 
Discussions of Seminar problems--351, 459 
Guillium, W. H.—Physical therapy in office 
practice 13 
Gunewardene.—High blood pressure and 
its common sequelae (rev) 
Guy.—Chemistry in therapeutics (rev)... 260 
Gynecology and obstetrics. — Jameson 
(rev) 
—Crosson and Crosson (rev) 
puerperal.—Bubis (rev) 


H 


Haden.—Dental infection and systemic 
disease (rev) 


aan ate queen of the arts 
(rev) 


Hair and scalp—Savill (rev) 
growing machine 
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Hallberg, J. H., and Woodbury, F. T.— 
Non-thermal aspects of short-wave 
(“radio”) therapy in the range be- 
ae 2-meter and 30-meter wave- 


Hands, contaminated in amebiasis (ab) -- 

Hansel.—Allergy of the nose and para- 
nasal sinuses (rev) 

Hanson, J. L.—Intravenous use of triple- 
distilled water 

Harrison.—A textbook of roentgenology 


Harrower.—Three lectures on endocrin- 
ology in everyday practice (rev) -- 

Hartman’s dental obtundent (ed) 

Time of ovulation in women (rev) 

Haseltine, B.—Ionization for hay fever --- 

Team work in medicine 

Havens.—Bacteriology of typhoid, sal- 
monella and dysentery infections, 
and carrier states (rev) 

Hawes and Stone—The diagnosis and 
treatment of pulmonary tubercu- 
ND Sid catiewaccce 

Hay Fever, controlling. _Wier 

“cures.”—Lake 
ionization for.—Haseltine 
seasonal, treatment of.—Rinkel 
your.—Durham (rev) 

See Bucher 

See also Allergy; Nose. 

Hayes.—Clinical diagnosis of diseases of 
the mouth (rev) 

D.J.—Neurasthenia and unreasonable- 


Hayner.—Regional anatomy (rev) ------ 

Head injuries, prognosis in (dp) 

Health examiner as a_ specialist 
Faught) 


Heart and arteries, synopsis of diseases 
of—Herrmann (rev) 
and vascular diseases—Schrup (rev) -- 
artificial 
dilatation (cor pulmonale—dp) 
Disease, clinical—Levine (rev) 
diuresis in the treatment of (ab) ---- 
disorders (see Ritter) 
failure congestive (see Stroud) 
impairment and rapid pulse (ab) 
influencing the span of life—Nuzum 
(rev) 
rate, paroxysmal (see White) 
therapy, newer methods in.—Stroud -- 
lesions, x-ray diagnosis of (ab) 
See also Blood circulation; Cardio- 
vascular System; Pericarditis. 
Heat, conductive, hyperpyrexia by means 
of.—Keiser 
Therapy, neoarsphenamine and bismuth, 
short treatment of syphilis with (ab) 451 
of pelvic infections (ab) 183 
See also Diathermy. 
Heffron and Lord.—Lobar pneumonia and 
serum therapy (rev) 


Heliotherapy (see Woodbury) 
Hemorrhage, postpartum. 
hemorrhage. 
therapy, sugar in (tt)- 


(see 


See 


Hemorrhoids.—Blond and Hoff (rev) ---- 
—McNamara 


evaluation of various 
treatment (ab) 
— treatment of. 


methods 


— Bacon and 


bleeding, treatment of (ab) 
(see Drueck) 
treatment of (ab) 
treated by electricity (ab) 
Hemostasis. See Hemorrhage, therapy. 
a of psychopathology 
rev 
Heredity. Shuffling the genes.—Dorland 354 
Hernia, ambulant treatment of, present 
status of —Levi 
ambulant treatment of—Ward 
industrial aspect of—Winters 
inguinal, diverticulum in the sac of 
ine 
injection treatment of (ab) 
pain in (see Winters) 
reduction of (see Ward) 
truss (see Ward) 
Herpes zoster, Edwenil in (see Redewill) 17 
Herrmann.—Passive vascular exercises 
(rev) 
Herrmannsdorfer-Sauerbruch diet —Woll- 
heim and Schauinsland (rev) 
Hibbs, Russell A—Goodwin (rev) 
Highway emergency first aid stations.— 
Pendexter 
Hille, H.—Diffusion of colloids ------- . 
Himes.—Medical history of contraception 
(rev) 
Hinckle, W. A.—Anal fissure 
Prolonged local anesthesia 
Surgical anatomy of the anal canal---- 
The pecten band 
Hines.—The special procedure in diag- 
nosis and treatment (rev) --------- 
Hinsie and Blalock.—Electropyrexia in 
general paralysis (rev) 
Hip, osteosarcoma of.—Ouelette 
Histidine in gastro-duodenal ulcer (ab) 148 
Histology, textbook of —Krafka (rev)-.--- 614 
History of medicine —Saint-Jacques (rev) 615 
Hobbies in the practice of medicine, use 
of (ab) 
of a specialist (ab) 
therapy (ed) 
Hoff and Blond.—Hemorrhoids (rev) ---- 
Holzer.—Foundation of short-wave ther- 
apy (rev) 
Home and office treatment.—Lake 
or hospital? (ab) 
Hormone, status and treatment, symptoms: 
menopause (ab) 
— successful, 
use.—Weisman 
umbilical cord POU”) (ed) 
See also Endocrine Glands; Endocrine 
Therapy. 
Hospital charges (see Russell) 
management, course in 
or home (ab) 


Hotchkiss, R. S.—Sperm ne in ster- 


356 
296 
372 


239 


of the meno- 
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Hoverson, E. T.—Meteorologic influences 
in the manic-depressive psychosis. - 
Hubeny, M. J.—Progress in radiology- - -- 
Revolutionary evolution 
Human Nature and disaster (ed) 
race, story of.—Thomas (rev) 
Humor, saving salt of (ed) 
Hunger, brain.—Powell 
Hutchinson.—For and against doctors 
(rev) 
Index of treatment (rev) 
Hutton, J. H.—Discussion of Seminar 
prob 
Low-dose irradiation of the pituitary 
and adrenals for essential hyperten- 


— injection treatment of —Green- 


guson 
in surgery—Long and Ferguson 
intravenous injections of.—Joshi 
therapy, facts and phagocytes—Fer- 

guson (rev) 

Hyperinstlinism and endocrines.—Powell 
and psychic disorders.—Powell 
diagnosis of (see Powell) 
dietary treatment of—Powell 
Judd and Rynearson 

Hyperparathyroidism (ab) 

Hyperpiesis. See Blood pressure, high. 

Hyperpyrexia. See Fever production. 

Hypertension. See Blood pressure, high. 

Hyperthyroidism. See Thyroid. 

Hypnotics, clinical use of—Weiss 

Hypodermic. See Injections, hypodermic. 

Hypogenitalism (dp) 

Hypoglycemia (tt) 

Hypothyroidism. See Thyroid. 

Hysteria complicating abdominal trauma. 

ovan 

See also Neuroses and Psychoneuroses. 


Ibelli, L.—Discussions of Seminar prob- 
lems 
Problem for Seminar discussion 
Solution of Seminar problem 
Id live it again—O’Meara (rev) 
Idea, matter and work as (ed) 
Mleitis, terminal (distal), nonspecific ulcer- 
ae colitis, and bacillary apnenieny 
al 


Immunity, acquired (see LaRochelle) . __- 
natural (see LaRochelle) 
reactions of (see Porterfield) 


Immunology, progress in.—Bergey and 
Etris 


Immunotherapy (see Saxon) 

Immunotransfusion in undulant fever (ab) 

Incompatibility in prescriptions and how 
to avoid it—Stephenson (rev) -_.. 

Incubator, baby, home-made.—Lake --.- 

Index of treatment.—Hutchinson (rev) -- 

India, medical experiences in (see 
O’Meara) 


276 

36 
182 
209 
615 


320 
67 


259 
469 


298 


Indigestion (dp) 
peppermint in (tt) 
Industrial Medicine aspect of hernias— 
Winters 
—Clark and Drinker’ (rev) 
disability evaluation—McBride (rev) -- 
See Griffiths 
Industry, brilliance and (ed) 
Infantile Paralysis. See Poliomyelitis. 
Infants, behavior development in— 
Dewey (rev) 
convulsions (dp) 
incubator, home-made.—Lake 
newborn, sodium citrate for (tt) 
nutrition —Marriott (rev) 
premature (ab) 
scurvy of, diagnosis (ab) 
See also Children. 
Infections and inflammations, acute, x-ray 
treatment of (ab) -...........-.. 
endotoxic, and their control 
Edwenil.—Spicer (rev) 
focal—Dowling 
See also under names of organs and 
regions. 
Inflammations and infections, acute, x-ray 
treatment of (ab) 
Inflation (ab) 
and investment trusts—Lake 


Influenza and “colds.”—Barron 
and common cold (ab) 
and common cold.—Dochez 
and common cold and their relation- 
ship to other infections in man and 
animals.—McDonagh (rev) 
and pneumonia (see New fields for 
ultraviolet rays.—ab) 
Infra-Red Rays, therapeutic uses of— 
Troup (rev) 


Inhibin in benign prostatic hypertrophy 
(tt) 


in prostatism (see Lower) 
Injection, hypodermic syringe, new at- 
tachment for—Wood 
of drugs (ed) 
treatment of hernia (ab) 
treatment of hydrocele—Greenbaum. - 
Injector, Busher automatic (see Schwid- 
etzky) 
Injury and incapacity —Griffiths (rev) --- 
unusual (ab) 
Insomniacs, suggestion for (ed) 


Installments, paying on (see Kukuk)_.. 294 


Instruments, surgical, catalog of (rev) --- 
Insulin in dysmenorrhea (tt) 
Insurance for the doctor (ab) 
hospitalization —Lake 
See Russell 
Integrity (ab) 
International clinics (rev) 
College of Surgeons 
Congress of Physical Medicine 
Congress of Sports Physicians 
medical annual, 1936 (rev) 
Medical Assembly 
distinguished guests at 
notes from.—Lake 
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Intestines, cancer of, Gruskin test in (ab) 137 Keiser, V. D.—Hyperpyrexia by means 


Meckel’s diverticulum (see Drueck)-- 533 of conductive heat 
608 


tuberculosis of (ab) 

See also Colitis; Colon; 
Gastro-intestinal Tract; Rectum; 
Sigmoid. 

Intracutaneous injections of vaccines— 
La Rochelle 
i entary injection of Novocain, 
treatment of sprains by (ab) 
Intraperitoneal Vaccination (ab) 

against peritonitis (tt) 

Intravenous Injections, anterior saphen- 
ous vein for (ab) 

continuous, plaster splint for immob- 
ilizing the elbow and forearm dur- 
ing (see Lake) 

dextrose for (ab) 

why (ab) 
Ionization for hay fever.—Haseltine 
arthritis, Mecholyl by (ab) 

in varicose ulcers, Mecholyl by. — 


See Woodbury 
Iontophoresis. See Ionization. 
Ipsen.—Hauttemperaturen (rev) 
Irradiation. See Radiation. 


Irving.—A textbook of obstetrics (rev).. 364 


J 


Jameson. — Gynecology and obstetrics 
(rev) 
Jaundice, obstructive (dp) 
Jirka, F. J.—Infantile paralysis 
Johnson.—The true physician (rev) 
C.—Guardianships for doctors 


P. T.—Colloidal sulphur in the treat- - 


ment of arthritis 
and Newburgh.—Exchange of energy 
tween man and environment 
(rev) 
Joint pains, prompt relief of (tt) 
Jores, A., and Goyert, Cl—Treatment of 
vegetative excitation 
Joshi, V. K.—Intravenous injection of 
hydrochloric acid 
Joslin—The treatment of diabetes mel- 
litus (rev) 
E. J.—Diabetes tomorrow 
Journal, abstract (ab) 
of Contraception 
Judd, E. S., and Rynearson, E. H—Hyper- 
insulinism 
Junger, E. C.—Discussions of Seminar 


problems. . 47, 96, 193, 248, 350, 460, 553 


Jurisprudence, Medical, a treatise on.— 
Oppenheimer (rev) 


current legal thought—Werne (rev) --- 


ownership of x-ray negatives.—Childs = 


Jutte——You must eat meat (rev) 
K 


Kalteyer, F. J—Abdominal pain 
Kama Sutra.—Vatsyayana (rev) 


566 
Kane, H. F., and Roth, G. B.—Paralde- 


hyde in labor 


Kanner et al.—Child psychiatry (rev)... 202 


Karlsberg, I. J—How to live with pul- 
monary tuberculosis 


Keller and Fulton—The sign of Bab- 
inski (rev) 


Kennedy, C. H.—Discussion of Seminar 


Kern, M.—Discussion of Seminar problem 298 
Kidney function tests (see MacGuire) _.. 582 
influencing the span of life—Nuzum 
(rev) 
See also Urinary Tract. 
Kimble, H. E.—Artificial fever therapy... 593 
King.—Localized rarefying conditions of 
bone (rev) 
Kitchens, W. ao nea value of signs 
and a 
Kline, L. nto of Seminar prob- 
jem 55 


hernia 
Surgery of the stomach 
Kohler.—Roentgenology (rev) 
Krafka.—Textbook of histology (rev)... 614 
Kukuk, M. R.—A local credit and budget- 
ing association 29: 


Labor, hemorrhage (tt) 
induction of, by artificial rupture of 
the membranes without quinine 
(ab) 

paraldehyde in—Kane and Roth 

quinine in (tt) 

See also Pregnancy; Obstetrics. 

Laboratory, clinical, methods, synopsis of. 
—Bray (rev) 
findings, interpretation of. — Goodale 
(rev) 

methods, clinical diagnosis by. — San- 

ford and Todd (rev) 

studies, the use and importance of. 

—MacArthur 
Lake.—The foot (rev) 

G. B.—A brave and earnest physician. - 
Apparatus for collecting urine 
Discussions of Seminar problems. ---. 

47, 193, 299, 353, = 

Ethical publicity 

Examining urine 

Fever therapy 

Fulfillment (poem) 

Futile journeys (poem) 

Hay fever “cures” 

Home-made baby incubator 

Hospitalization insurance 

Inflation and investment 

Itemized bills 

Management of tumor cases 

Notes from American College of 
Physicians 228 

Notes from American Medical Asso- 
ciation meeting 

Notes from International Medical 
Assembly 

Office and home treatment 

Reading for the bedridden 

Storm wonder (poem) 268 

What the minute-man fought for.... 349 

and Dutton.— Parenteral therapy 
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Landsteiner.—The specificity of sero-logi- 
cal reactions (rev) 
Lankford, J. S—Deformities of the sella 
turcica: pituitary pathology 
eo of Seminar problem- --- 


La 2 Rochelle, F. D.—Discussion of Sem- 
inar problem 
Intracutaneous injection of vaccines. -- 
Problem for Seminar discussion 
Solution of Seminar problem 
The endocrines in diagnosis 
Laveran, Alphonse (frontispiece and ed) 
Law.—Nasal accessory sinuses (rev) -.-- 
Laxative, phenolphthalein harmless (ab) 
Legault, 2 A.—Deadbeats 
Leir, J. K.—Analgesia without toxicity. _ 
on arts of. —Greenbie (rev) 
Leukopenic index (ab) 
Levi, P.—Present status of ambulant 
treatment of hernia 
Levine.—Clinical heart disease (rev) --- 
Life, span of —Nuzum (rev) 
Light and truth (ed) 
Lissack, E.—Closing report of Seminar 
problem 
Discussion of Seminar problem 
Problems for Seminar discussions---.48, 512 
Solution of Seminar problem 60: 
Liver, cancer of (dp) 
insufficiency and constipation —Gold- 


stein 
See x a Biliary Tract. 


Lloyd, J. U., passing of 
cont, changing (see Fresh pastures 


for physicians in Nebraska 
in Ilinoi 
Locomotion, normal and pathological, in 
man, mechanics of.—Steindler (rev) 106 
Loeb and Farber. —Martini’s principles 
we practice of physical diagnosis 


(re 
Long, C. x. H.—Endocrine imbalance and 
metabolic diseases 2 
M. A. and Ferguson, B 
acid in surgery 
Longevity (dp) 
and vitamins 


336 
611 
316 
372 
Lord and Heffron.—Lobar pneumonia and 
serum therapy (rev) 258 
Lorenz.—My life and work (rev) 419 
Lovanson, J.—Treatment of whooping 
cough 249 
Love, iaakeinaes of.—Mantegazza (rev).. 418 
Lowe, T. are for Seminar dis- 
603 
27 
Lumbar puncture, ian = (ab)... 517 
Lungs, collapse in lobar pneumonia (tt) 256 
edema, in nerve diseases (dp) 104 
See also ctf use of Tract; Thorax. 
soon D. C e use of oxidizing agents 
the treatment of Vincent’s in- 


MacArthur, R. S.—The use and import- 
ance of laboratory studies 


PAGE 

MacCallum.—Textbook of pathology (rev) 612 

Macalpine. — Cystoscopy and urography 
(rev) 6 

MacGuire, D. P.—Toxemias in carcinoma 
of the colon 

Maday, T. H.—Cold-Quartz ultraviolet 
rays in the treatment of sycosis 
barbae 

Discussions of Seminar problems- 405, 510 
Maggots, bactericide principles of (ab)... 301 
Malaria (see Skinner) 33 

and pyretotherapy in paresis (ab) 

in the North (ed) 

Malnutrition. See Nutrition. 

Man and environment, exchange of energy 
between.—Newburgh and Johnston 
(rev) 

as a unit (ed) 

mechanics of normal and pathological 

locomotion in.—Steindler (rev).... 106 

Manson’s tropical diseases (rev) 
Mantegazza.—Physiology of love (rev)... 418 

The sexual relations of mankind (rev) 57 
March Foot. See Foot. 
Marriage, happy (ab) 

ideal, through birth control (ab) 

Marriott.—Infant nutrition (rev) 

Marshall.—Detachment of the retina (rev) 315 

Martini’s principles and practice of phy- 
sical diagnosis—Loeb and Farber 
(rev) 

Martyrs, American, to science through 
the roentgen rays—Brown (rev)... 341 

Mason, J. T., passing of 422 

Masseur’s companion.—Bowman (rev)... 507 

Masturbation, study of, and the psycho- 
sexual life—Meagher (rev) 

Matsner. — Technique of contraception 
(rev) 46 

Matter and work as idea (ed) 

Maturate. See Old age. 

Mayo Clinic and the Mayo foundation, 
collected papers of (rev) 

McBride.—Disability evaluation (rev) - -- 

McDonagh.—Common cold and influenza 
and their relationship to other in- 
fections in men and animals (rev) 

McKeever, W. A.—A school for the aged 

McKinley, W. E—Problem for Seminar 
discussion. 

solution of Seminar problem 

McNamara, T. F.—Hemorrhoids 

Meagher.—A study of masturbation and 
the psychosexual life (rev) 

Meaker, S. R.—Gynecologic factors in 
sterility 

Measles, prevention of, with human pla- 
centa globulin (tt) 

See Thalheimer 
Meat diet (ed) 
you must eat.—Jutte (rev) 

Mecholyl by iontophoresis i in arthritis (ab) 

by a in varicose ulcers.— 


313 


Meckel’s ea 
diverticulum. 
Medical See. See Economics, medi- 

ca 
papers (rev) 
service at public expense. —Russell - - 
service, value and price of (ab)-- 


See Intestines, 
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Medicine, clinical, symptoms and signs in. 
—Chamberlain (rev) 
general, 1935 year book of (rev) 


industrial—Clark and Drinker (rev)-.- 363 


internal.—Brugsch (rev) 
preventive, progress in.—Skinner 
progress in the science and art of, 
1935 (ed) 
psychology in.—Podolsky 
team work in.—Haseltine 
Mekie.—Handbook of surgery (rev) 
Membranes, artificial rupture of, without 
quinine (ab) 
Meniere’s Disease. See Vertigo, aural. 
Meningitis in infants (dp) 
Menopause, successful hormone treat- 
ment of—Weisman 
symptoms, hormonal status and treat- 


irregularities and ductless glands (dp) 
Mental Disorders and hyperinsulinism. 
—Powell 
differential diagnosis of major psy- 
choses.—Farrar 
meteorologic influences in manic-de- 
pressive psychosis.—Hoverson 
prevention of (see Patry) -.--.-.------- 
problem of (rev) 
See also Dementia Precox; Mental 
Hygiene; Neuroses; Psychiatry. 
Mental Hygiene, progress in—Patry 
See Skinner 
Mercer.—Orthopedic surgery (rev) 
Merck medical memoranda (rev) ; 
Mercury chloride, tincture of, for skin 
disinfection (ab) 
solutions, organic, in “colds” 
See also Diuretics. 


Mesentery blood vessels, occlusion of.— 
Wood 


Metabolism, basal, in health and disease. 
Du Bois (rev) 
diseases and endocrine imbalance.— 
Meteorologic influences in the manic- 
depressive psychosis——Hoverson- - - - 


a in shock and after anesthesia 


Meyers, M. P. ond Seni R. J.—Peri- 
pheral vascular diseases _...._... 

Midwifery by ten teachers (rev) 

See also Obstetrics. 
Migraine and allergy (ab) 
ergotamine tartrate, amniotin and 
phenobarbital in the treatment of 
(ab) : 

Military emergency, national, 
doctor’s part in (ab) 

Milk, certified, information 
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Peter.—Extra-ocular muscles (rev) 
Phagocytes and facts——Ferguson (rev)... 418 
Pharmacopeia, the new (ed) 3 
of the United States XI (rev) 00 
Pharynx—tretropharyngeal abscess (dp) 519 
Phenobarbital, ergotamine tartrate and 
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tion of, for essential hypertension.— 
Hutton 

pathology: deformities of sella tur- 
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Plague, bubonic (see Skinner) 

Plasmochin (see Skinner) 

Platonius, teachings of—Dallas (rev) --- 


Obitu- 


PAGE 


Pneumococci, control of infections with 
Edwenil.—Saxon 
typing, in the office (ab) 
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treatment of, with a new bacteriolytic 
agent (Edwenil).—Saxon 
Pneumothorax in pneumonia (ab) 
therapy (ab) 
Pocketbook, pernicious anemia of (ab) --- 
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